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1 . REPLACEMENT OF EXISTING WINDOW GLASS WITH LEXAN WOULD 
BE PROHIBITIVELY EXPENSIVE AND WOULD REQUIRE REPLACING 
FRAMES AS WELL TO ACCOMMODATE THIS THICK MATERIAL. 

2. NO OBJECTION TO BRICKING UP WINDOW AREAS AND INSTALLING 
H-6 GLASS (5/16 INCH THICK) OR 1/4 INCH PLEXIGLASS IN 
REDUCED AREA. HOWEVER. POST REQUESTED TO ADVISE WHETHER 
PRESENT FRAMES WOULD ACCEPT EITHER THICKNESS. FORWARD 
DETAILED WALL SECTION SHOWING RELATIONSHIP BETWEEN ALTERED 
WINDOW FRAME AND NEW WALL FOR FBO APPROVAL. 

3. ALTERNATIVELY, PRESENT WINDOW AREAS MAY BE GLAZED IN 
WITH EITHER H-6 GLASS OR 1/4 INCH PLEXIGLASS PROVIDED 
PRESENT FRAMES WILL ACCEPT. 

4. IN EITHER CASE, PLEASE PROVIDE DIMENSIONS OF ACTUAL 
GLASS SIZE AND QUANTITIES REQUIRED. INGERSOLL 
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